Hunton & Williams 

707 East Main Street P. O. Box 1535 

Richmond, Virginia 2 3212 

Telephone (BO4) 788-8200 
Cable Huntwand 


September 7, 1977 



Washington, D. C. Oppice 
1730 Pennsylvania Ave. N.W. 20036 
P. 0, Box 19230 
Telephone (202) 393-7400 


file no. 224-286-70 
DIRECT DIAL NO. (804) 7SS — 8338 


Dr. H. K. Wakeham 
Philip Morris 
P. 0. Box 26603 
Richmond, Virginia 23261 

Dear Dr. Wakeham: 

In a conversation today, Dave Kelton suggested 
that I send a copy of the enclosed draft exemption request 
letter to you, as well as my memorandum of September 1. 

If you have any questions, please give me a call. 



1538/585 

Enclosures 

cc: Mr. David J. Kelton 


Source: https://www.industrydocuments.ucsf.edu/docs/jqcjOOOO 
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